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Have you heard about
ACT
The $12.5 million dollar Performing
Arts Center and Theatre (PACT), also
known as Ruth Eckerd Hall, had its gala
opening on January 7, 1984. Designed by
the Frank Lloyd Wright Foundation, and
located off McMullen Booth Rd., the center
brought culture and fine art into the Pinel-
las County area, and offered a wide variety
of shows, including plays, ballet, orchestra,
and various Broadway musicals.
Able
to
Help
Able Medical Aids can help
you if you have any medical
needs, whether it is bandages
or crutches. Nanci Simmons
demonstrates the accuracy of
a scale with digital display.
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